TRANSLATOR'S  NOTE
* **   the preparation of the present translation, the points on which it
*r*   *^en considered desirable to depart from the sense of the Italian text
fl*   f^ew and mostly unimportant.   Notification is made where any appre-
fr.ti>le   addition to or modification of the-.original has been made to bring
tffitio  conformity with the conditions in this country.
r^mperatures are always expressed in degrees Centigrade, and concen-
*&tions  of aqueous alcohol solutions, according to the French custom, in
by volume.
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